To: 

Todd  Hennis|l  Personal  Email/Ex.  6 

From: 

Way,  Steven 

Sent: 

Tue  3/25/2014  3:52:00  PM 

Subject: 

RE:  Gold  King  Mine  - portal  work 

Okay 

j 1 

From:  Todd  Hennis  [mailtd  Personal  Email/Ex.  6 I 
Sent:  Tuesday,  March  25,  2014  9:51  AM 
To:  Way,  Steven 

Subject:  Re:  Gold  King  Mine  - portal  work 


Steve- 

You  can  try  me  by  phone  after  three  today.  Landline  of  office  303-569-0155.  Tomorrow  could  work  too. 
Todd 


On  Tuesday,  March  25,  2014  9:40  AM,  "Way,  Steven"  <wav. steven@epa.gov>  wrote: 

Todd, 


Let’s  find  a time  tomorrow  or  Thursday  to  discuss  the  path  forward  on  this.  Today  might 
work,  but  i have  a few  meetings  between  now  and  3.  Let  me  know  what  times  are  good 
for  you. 


Steve 


Federal  On-Scene  Coordinator 

Emergency  Response  Program  (8EPR-ER) 
US  EPA  Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202-1129 

Office:  303-312-6723 
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